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August 13, 2013 


Announcement from the New Mexico Medical Board 


The public rule hearing regarding certifications for the use of medical cannabis, 
scheduled for Friday, August 16, 2013 at 10:00 a.m., has been postponed until further 
notice. 

The Board must be able to accommodate the public who wish to attend and comment 
during this specific rule hearing. The Board has other business scheduled on the 
agenda for the same day. Therefore, the venue and timing of the hearing must be 
changed in order to accommodate all members of the public who have notified the 
Board of their intent to attend the hearing and to address the Board. 

No less than 30 days notice will be provided to the public once a future date has been 
set. 
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